SCIENTIFIC   LITERATURE

The scientific literature of fresh water micrology has become
so voluminous in recent years, that no attempt has been made
to make even an approximately complete list of references.
The titles given below have been selected for the use of students
who are interested in the history of the subject, and for this
reason they have been arranged chronologically.

The titles for the later years refer more to the practical
developments of the subject than to laboratory methods and
descriptions of organisms.

Other references relating to particular classes of organisms
are given at the end of the various chapters in Part II.
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